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PICTORY STORY BOOKS 


Sherrill, Dorothy Crowell 
THE SANTA CLAUS BEARS $1.50 V 


A tiny book- cloying but an early entry for Christmas - about two big-hearted 
teddies, Roly and Poly, who help Santa. After a fine record of doing chores up North, 
conscientious Roly and Poly fall out of Santa's sled on Christmas Eve and land “ker- 
fluff“ in snowy wilds. Undaunted, they tear up their neck ribbons to make presents for 
the birds, and as a post-rescue reward, are made permanent "Santas" for woodland crea- 
tures. Minute, brightly colored pictures of toys, bears, Santa and snow, and a text 
printed in script, make a gay gift book. Cloth. (8/12) / 


Liang, Yen Oxford 
DEE DEE'S BIRTHDAY $1.75 


Fetchingly told birthday doings of a small Chinese boy. Throughout his happy 
day tiny Dee Dee finds his rewards for being good in a new gown and trousers, noodles 
and dumplings from Auntie Yee-Ma, firecrackers with his cousins, a kite from big brother 
and an evening lantern party in the courtyard. The author's tidy drawings of small, 

& cheerful Chinese- colored in blue, red and tan- make the diminutive activities quite, 
quite explicit. Cloth. (8/9) 


Siepmann, Jane Oxford 
THE LION ON SCOTT STREET $1.75 


Antf book that shows, with comedy and delight, what a little boy's imagina- 
tion did when a lion came strolling down his street. Breathlessly he tells his mother 
how the fire department, police and ambulance men all came quick, quick, quick, and 
could only scratch their heads at the predicament. Not till the appearance of a zoo 
keeper bearing a beefsteak could the menace be removed. Clement Hurd's pictures of a 
funny tawny lion and flashing public service cars aptly fit a story bound to provoke 
humorous wonderings about beasts around familiar corners. Cloth. (8/9) 

ichhic Ges si. Simon & Schuster 

Publ. cardboard; ea. 25¢ 


Bedford, Annie North- retold by- BUGS BUNNY GETS A JOB- Bugs, forced to sup- 
port himself by working as a soda jerk, has fun tossing cones and shakes to his pals. 
But the first day freedom to sample as many of the soda counter's products as he wants, 
ends in a stomach ache for the funny Bunny, and payment in kind- a box of his boss's 
pills. Illustrations by the Warner studios are just like the movie cartoons. 


Conger, Marion- ALL ABOARD- Little Molly on her first trip West, learns all 
about trains as she and Mommy board the big streamliner, have dinner in the diner, sleep 
in their roomette, change trains in Chicago, see corn fields through the big glass domed 
roof, etc. Photographic illustrations in soft colors by Corinne Malvern. 


© Jonas, Nita- THE LITTLE GOLDEN BOOK OF DOGS- A dog a page, about twenty six 
different breeds, each described by a quatrain and a nice colorful picture by Tibor Gerge- 
ly. The cocker, the setter, the Bedlington terrier, the poodle, the mongrel, are shown 
in natural habitats sometimes with a young owner, sometimes not. A short passage at the 
end on how to care for dogs completes a cheerful catalogue. 


-4h9- 
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Werner, Jane~ WALT DISNEY'S MICKEY MOUSE AND HIS SPACE SHIP- As contestants for ae 
a $50,000 award for a trip to the moon, Mickey and Donald, in their space ship, sniff out 


Peg Leg Pete's treachery, bash him over the head when he demands they return before land- & | i 
ing on the moon, capture their reward. Deliciously colored pictures by Disney's studio. . 


BOOKS TO READ ALOUD 


Abelard 


Corecos, Lucille 
JOEL GETS A HAIRCUT $2.00 

The snips and buzz of scissors and clippers, the lathered cheeks of the man 
in the next chair, that cool, handsome feeling after the last flick of the barber's towel 
can be fun in a little boy's experience. Unfortunately we haven't seen the author's 
pictures for her humorous description of Joel's half hour in the barber shop, so there's 
no star for it, but her record as a painter and magazine illustrator offers more than 
a little assurance. Unshorn or shorn, Joel is a charmer and should ease the way for 
the balky small boy in your family on his first (or successive) visit. (10%) ma -lTeo, 


Child Study Association- ‘ds Crowell 
HOLIDAY STORYBOOK $3.00 


Compiled by the Children's Book Committee of the Child Study Association of 
America, this is a worthy anthology of stories and poems to read for each of the American 
holidays. Displaying a wide range of representative authors- Catherine Cate Coblentz 
with Martin and Abraham Lincoln, Lavinia Davis with St. Patrick and the Last Snake, 
Carol Ryrie Brink with Waking Up Time. Carl Carmer, Dorothy Canfield, Lucy Sprague 
Mitchell and many, many others- this will be sought by parents who want a little planning 


in their reading seasons and offer rewarding selections for young samplers who want to : 
start anthology exploring for themselves. Illustrated by Phoebe Erickson. Cloth. (9/2) | 
(zu 
McCord, David Little, Brown 
FAR AND FEW $2.50 


*An established versifier's first book of poems for children shows thought, 
humor and sharp tags of image and symbol that aptly hinge its subjects to important 
phases of daily living In rhythms always marked but often at sharp variance from poem 
to poem or stanza to stanza, this poet speaks of the sun, the moon, not being able to 
stay up at night, a child's private spot in the woods, the reflection of a star in a 
bucket as it"silvers in the water", a toad- a “private-cellar man"- in its happy hole 
under the porch. Here are qualities of wit and gentle sentiment egreeable to the whole 
family. Drawings by Henry B. Kane. (9/18) 


Zim, Herbert Morrow 
WHAT'S INSIDE OF ME? each $1.75 
WHAT'S INSIDE OF PLANTS? 


By the author of Frogs and Toads, Owls, ete., these two titles inaugurate a 
new series with a change of format and an approach to even younger readers. Pages of 
bold, colorful diagrams by Herschel Wartik alternate with a page of easy reading text 
in large type, then a page of double column text which is more difficult and enlarges 
on the explanations previously given. In What's Inside of Me? the first page shows 
a picture of a boy, and on the next he is dissected and there are lungs, heart and 
stomach in enough detail to be informative and not too much to puzzle. And the 
what's inside? frame of reference provide the necessary facts about the organs and 
systems and their attendant functions. What’s Inside of Plants talks about plants Ca 
in general, leaves, stems, roots, flowers, fruits, seeds, and the ways in which plants 
grow. His illustrations from familiar plants provide recognition value as well as 
an easy classification of types from root to flower to fruit...As science primers, 
these should find an enduring spot in the market. (8/20) 
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Eager, Edward Pellegrini & Cudahy 
MOUSE MANOR $2 .00 


In the British tradition of the humanized animal story, this is a charm- 
ingly illustrated vignette of a lonely Victorian country mouse's adventures in the city. 
Miss Myrtilla Mouse, fed up with a dreary existence as sole tenant of draughty, dusty 
Mouse Manor, goes to London. In town, acquaintance with some palace mice, the Cheese- 
biskers and cavortings in the throne room where Myrtilla frightens an officiating Queen 
Victoria result in marriage with dapper Bertie Cheesebiskers and joint efforts that 
turn Mouse Manor into a prosperous country inn. Beryl Bailey-Jones' softly-hued draw- 
ings of exquisitely clad mice are fetching glimpses of tickling escapades. Cloth.(Publ.) 


EIGHT TO ELEVEN- FICTION 


Chastain, Madye Lee Harcourt, Brace 
BRIGHT DAYS $2 .25 


Politely styled small town adventures about bright, righteous Marcy and her 
friend Patty- with an important side theme of their jealousy of a spoiled classmate- 
Gwynne Gilson. Patty and Marcy have sixth-grade fun comparing birthdays, worshipping 
their favorite teacher, doing things on Saturdays. Their Waterloo lies in the effront- 
ery of sassy, pretty Gwynne who seems, unrightfully, to get all the attention in school, 
but who is finally caught cheating in exams so she will be made Queen of the May and 
gain her mother's approval. There is no public punishment for Gwynne- just a silent 
recognition of what's right and wrong between herself and Marcy and Patty. Although 
it's an element well worth writing about, its treatment is perhaps too strong (Gwynne's 
mother is an outlandish braggart of a woman) to lend real meaning to the knotty pro- 
blem of resolving ill-feeling by quiet, honest acknowledgement. Accurate drawings by 
the author. (9/11) 


Rushmore, Helen , Harcourt, Brace 
PONCA, COW PONY $2.25 


Chip Sanders of Cowboy Joe of the Circle S, rides, ropes, blunders and 
makes his way towards becoming a good rancher and eventually his father's partner. 
Less prone at nine to commit the many embarrassing “dudisms" he did at eight, Chip 
and his pony Ponca still get themselves into a scrape now and then, and there's some 
nearly disastrous exhibitionism near a highway and Ponca’'s habit of snatching people's 
hats. But when Chip stumbles on a bunch of rustlers, Ponca's trick saves the day and 
the groundwork is laid for Chip's initiation into partnership. Western roughing, 
rugged as a pair of levis, and some humor adds to the ranch routine. Solid ink 
drawings by Peter Burchard. (8/21) Ro, 


Musgrave, Florence : Honghton, Mifflin 
DOGS IN THE FAMILY $2.50 


The pleasant, homey adventures of a family which becomes acclimated to life in 
the country on a farm with an extensive dog kennel. The Gardens- Mrs. Garden, Win, 
Boots, Shirley and George are invited to take care of Uncle Jim's farm for ten weeks. 
Troubles with the dogs- with the Sealyham Mr. Pim whose growing blindness is kept in 
gnawing secrecy by fifteeen year old Win, with the mistreated cocker Penny who does a 
turnabout and saves young Georgie's life, and with farm finances, are all resolved upon . 
Uncle Jim's return and invitation to the Gardens to make the farm their home. Healthy 
but unexciting. Neat, well-designed drawings by Robert. Henneberger. (10/1) 


Lewis C.S. Macmillan 
THE VOYAGE OF THE DAWN TREADER | $2.75 


More English make-believe and symbol-ridden adventure in a sequal to fhe 
Lion. the Witch and The Wardrobe and Prince Caspian: The Return to Narnia,in which Lucy 
and Edmond Pevensie, this time with their spoiled cousin Eustace, journey again to fan- 
tastic Narnia for rousing and wonderful times. They journey with young King Caspian, 
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Captain Drinian of the Dawn Treader, the talking mouse Reepicheep and others to aid the | 
six lords who had been betrayed with the death of the former king, Caspian's father. 
Their way takes them to much lands as the Lone Islands where they restore the lost Lord 
Bern's lands, usurped by the evil slaver Governor Gumpas; they fight such perils as a 
horrible sea monster. In the end it is Reepicheep who gets his wish- of sailing to the 
eastern end of the world to find happiness in the country of Narnia's former here, the 
wise Lion Aslan. And in a moment filled with the sadness of departure tempered by the 
wisdom of growing up, Lucy, Edmond and Eustace return to their own- Eustace, as it was 
later implied by his elders, much improved by the influence of those Pevensies. Fine 
fantasy. Illustrated in sweeping line by Pauline Baynes. (9/30) 





Macmillan 


Mason, Miriam E. 
._BROOMTAIL $2.00 
Some pleasantly humanized adventures of a wild plains pony in which the pinto, 
Broomtail, runs with the herd, learns about the seasons, and the dangers of other wild 
animals. His capture by the Indians and a stint as young Red Eagle's own horse pre- 
cedes a climax in which Broomtail saves his master's life by killing a puma. As 4 re- 
ward he is set "free forever" with the brand on his forelegs which will ward off future 
captors. William Moyers' dramatic drawings bring out the author's feeling for wild 
life and lore in a simple, heartwarming tale. (9/9) 
Pellegrini & Cudahy 


Clark, Idena McFadin 
LITTLE DUDE $2.50 


Work, pleasantries and emergencies on a Texas ranch in 1872 (the upper Brazos 
country) center around Jim MacFarlane, among the youngest in a family of nine. Called 
"Little Dude" because of his taste for such shenanigans as wearing a tie and shoes to the 
country school,he wins his first steps to manhood with such deeds as saving his brother 
from rattlesnake poisoning, helping schoolmates escape from a Comanche raid. Excepting = 
some too lightly taken gore- razzings, repartee and thrills make a good period story. 
-Nice drawings of slender Texans by Matt Duncan. (Pubdl.) 


Brink, Carol Ryrie Viking 


FAMILY GRANDSTAND $2.50 


*Delightful family adventures of a midwestern university professor's noisy 
brood and their college town neighbors. The five mirth rousing Ridgeways live in a 
house that has a tower overlooking the football stadium and lead lives that swing around 
games and victories, baby sitting for faculty children, birthday parties, maintaining 
"academic dignity", a star quarterback about to flunk chemistry and having a child 
prodigy in the family. Cleverly interwoven threads of the story create side splitting 
scenes as varsity hero Tommy is coached through exams by the Ridgeways' student house- 
keeper Dorothy, as twelve year old Susan artfully maneuvers two young neighbors to bed 
in a burst of very wise baby sitting, as ten year old George finally gains his father's 
permission to park cars in their back yard on game days at 25¢ per,as the six year old 
prodigy Dumpling bewails her status until it's found that the University child study 
clinic had made a mistake. There are tender moments too, vigorous, uncontrived episodes 
and language that call a spade a spade- a sure fire chronicle of a healthiest of 
healthy families. Illustrated by Fern Barber. J. L: G. (10/10) 


Jewett, Eleanor M. Viking 
FELICITY FINDS A WAY $2.75 


Divided loyalties and a post-Revolutionary War move to a pineapple plantation 
in the Bahamas are elements in a full-blooded story about a young girl and her Tory 
grandparents- with a full share of red coats, piracy and treasure hunting. When the Po 
-q sails south, Felicity Dorsett leaves a bit of her heart with her American patriot é 


rm) 
wa! 


brother Harry in New York, but takes with her, as stowaways, her beloved slave girl 
Cinder and young Jake Groot, a Bowery ruffian who helped Cinder hide on the ship. On 
the new palantation, Cinder comes under the influence of Mosella, a mysterious negro "yarb 
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woman", and Jake starts making trips to another island, as Felicity finds out, to 
search for a treasure he believes to be marked on a map he found when the £/iz2a boarded 
another ship on a mercy errand during the trip down. Then at an exciting native re- 
ligious ceremony to which they are taken by Mosella, the children find that the treasure 
belongs to old Lucayan, the last of the Bahaman indians, and that he is using it to help 
the negroes buy their freedom. A surprise visit from Harry nicely ends this colorful 
period adventure. Illustrated by Robert Hallock. (10/10) 


Robinson, Tom Viking 
LOST DOG JERRY $2.50 


*A warmhearted telling of the happenings on a cross country trek of a St. 
Bernard who became estranged from his young master in Massachusetts and found he had 
to get back home all the way from Kansas. Shipped south by accident in a freight car 
of calves, lovable Jerry bumbles in to all sorts of people and adventures- a Kansas 
City butcher, a day or two in the pound, prize winning in a county fair, a short spell 
with a truckdriver's family who mother him too much, finally a dramatic house-top ride 
during a flood that hits a nation wide press. His own nose gets him home though, and 
the humor in Jerry's patient understanding and the very doggy drawings by Morgan Dennis 
provide nectar for dog lovers. J. L. G. (10/3) 


Wilson, Jeanne Westminster 
HALF PINT $2.00 


An uninspiringly recounted winter's day in the life of a nine year old ranch 
boy, Billy Little, during which he displays qualities of wisdom and bravery that merit 
him a change in appellation from “Half Pint" to "Notso". Caught in a blizzard while 
out hunting for the brood mare Satin whose foal he wants for Christmas, Billy and his 
horse Buster must spend the night in an old shed. Next morning they forge forth again» 
find Satin, have a triumphant homecoming filled with the promise of pancakes and the 
foal. But ranch doings, too stolidly described, blunt the theme of coming manhood. (10/13) 


EIGHT TO ELEVEN- NON-F1CTION 


Quinn, Vernon Lippincott 
PICTURE MAP GEOGRAPHY OF AFRICA $2.75 


Solid, reliable information about the dark continent in this latest addition 
to Lippincott's picture map geography series. Well laid out, the book follows, clock- 
wise, the land sections of Africa- North Africa, Egypt and the Sudan, East Africa, etc., 
with short descriptions of each country within its section as to tribes, economy, 
terrain, history. The Kalahari desert of Bechuanaland makes that country fairly un- 
inhabitable; the diamonds and copper of southwest Africa are its most valuable exports- 
this is the type of information that can be gleaned here. The bold black and white 
picture maps by Charles E. Pont make very enlightening textual supplements. (10/1) 


Zim, Herbert Morrow 
ALLIGATORS AND CROCIDILES — $2.00 


Gavials, caimans, prehistoric phytosaurs, the Florida descendants of the 
beast the Spanish explorers termed ¢/ |igator, infest a gem of a book for anyone with 
a craving for crocodiles. Graphically illustrated by James Gordon Irving's detailed 
soft pencil drawings, there's some fascinating material here, attractively presented, 
on these reptiles and their habits. A must for the home museum or the junior science 
project and Zim has a pre-established young public. (Pubt-) (0/8 


Ripley, Elizabeth Oxford 
LEONARDO DA VINCI $3.00 


*A modest yet complete biography expressed in those simple terms that 
tell enough facts and point up enough of the dynamism of the times and the personal- 
ity to stir younger readers. Abundantly illustrated with excellent reproductions 
of Leonardo's own paintings, diagrams, plans, inventions, picture notes, sketches. 
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and drawings, the text follows the course of the artist-scientist's life. But surround- 
ing the vital statistics is a rich tapestry of Leonardo's creations, when the author 
pauses now and then to tell the story of a particular painting- the Mona Lisa or the 
Last Supper, - or invention- the plan for a submarine attack against the Turks at Venice, 
the wings for a flying machine. The works as a mirror of the man and the man as a his- 
torical force are successfully caught in this little volume. A fine gift and a wonder- 
ful invitation to further study. Cloth. (8/9) 


Schneider, Herman and Nina Scott 
ROCKS, RIVERS AND THE CHANGING EARTH $3.00 


*The Schneiders this time present a book that, with scientific accuracy and 
patient simplification, captures the fascination ofthe phenomena of the movements of 
land and water. Beautiful organization, examples from the world over- and within an 
unpretentious yet friendly text and advantageous use of household experiments ,clarify 
the story of rivers, erosion, subterranean streams, minerals and mountains, the sea and 
its meeting with the land,the build up of the land by shell fish and eruptions, and the 
ever direct connection between the reader and his natural surroundings. Extensive, the 
book deals with a wide variety of occurences within each of its sections~- water tables, 
the rock sandwiches that form artesian wells, the great seething mass of inner earth as 
it changes from liquid magma to igneous rock, etc. And a sense of the far reaching im- 
plications of scientific findings makes this first geology book a definitely needed one 
for home and class. Very explicit drawings of all kinds of terrain by Edwin Herron.(9/8) 


Fisher, Dorothy Canfield Whittlesey House ~“ 


A FAIR WORLD FOR ALL ee 


Bank on this - an interpretation for American children of each of the articles 
in the United Nations' Declaration of Human Rights - for some healthy class room and pro- 
ject discussions. After an introduction that names the principle of Basic Ideas - 
people want to be happy rather than unhappy, do good rather than evil, etc. - and which 
keeps an open mind toward national and individual differences along the road to agree- 
ment, the tone is set for gentle explanations of the thirty articles, applied and identi- 
fied personally and with an even temper. Mrs. Fisher first gives the reason for the in- 
clusion of the article in the declaration, then gives particular examples of the right 
or wrong, and finally some of the ways of implementation and the difficulties encounter- 
ed. Slavery, a great human wrong, alive today in financial bondage and to be counter- 
acted by honest legal advice for all; arbitrary arrest, detention or exile, still prac- 
ticed by sudden imprisonment and delayed trials, and the cure through local laws for 
improving the situation;- these are samples of the procedure. There are generalities 
and specific references to foreign customs are lacking, but the ideals are there. Nicely 
illustrated by Jeanne Bendick. (9/10) \/ 


Hubbard, Freeman H. Whittlesey House 
THE TRAIN THAT NEVER CAME BACK $2.25 


True railroad stories by a reliable writer-illustrator team- Kurt Wiese has 

jone the pictures- who have hit the train market successfully before with fhe Round- 

use Cat and Vinnie Ream. (Cagey Jones, hefty John Henry, tales of exciting heroism 
such as the time when Car No. 69 of the St. Paul and Duluth line and its engineers 
saved the people of Hinckley from a forest fire throng a volume of track and whistle 
lore that dips into pretty nearly all of the stages of American railroading. A nice 
book for the stage beyond the first wonderings of train time and going places, or for 
solid Americana. (9/10) 
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White, Robb Doubleday 
DEEP DANGER $2.50 


Routine stuff about spies and spy catching during the last war, takes Ens. 
Bill Grant, his young brother John and a burly sidekick of an Irishman on a fruitful 
chase after German saboteurs being smuggled into the country from somewhere along the 
Gulf of Mexico. Their goal, established after Bill's submarine and the last and most 
important of the saboteurs' ships have blown each other up, is chief spy Adolph Sweiner, 
the only survivor besides Bill in the torpedoing. Adolph leads them to Nazi secrets 
by returning to the scene of the wreck to hunt for the money he needs for his U. S. 
operations. For the ex-comic book crowd. Illustrated by Richard Powers. (10/2) 


Norton, Andre Harcourt, Brace 
STAR MAN'S SON: 2250 A.D. $2.75 


The author of Scarface and Sword In Sheath with another and this time slight- 
ly deeper adventure tale- placed in the future and dealing with the plains people, 
mountain people and Beast Things which inhabited the earth as survivors of the great 
atomic Blow Up caused by the sins of the “Old Ones”. As a youth in the mountain Puma 
Clan, it is Fors' ambition to be chosen for the group of clan leaders whose job it is 
also to study the past by visiting the radiation-free bombed cities for information 
about the Old Ones. Unfortunately the prejudice ridden mountain peoples refuse to ac- 
cept a boy whose mother was a plains woman. A series of exciting, imaginatively pict- 
ured adventures with old ruins, radiation clouds, with the horrible Beast Things who 
have deviated from human physical characteristics through two hundred years of radia- 
tion-permeated heredity, follows Fors' decision to leave his people and precedes a war 
against the Beast People in which the plains and the mountains find a new unity and 
Fors gains the recognition of his clan. Good grade science fiction carried by a thought 
provoking theme. Nicolas Mordvinoff's drawings have a certain power and heaviness 
that add to the sense of Fors' quest, the urgency of the battle. (8/21) 


Ross, M. I. Harper 
WILDERNESS RIVER $2.50 


The struggle for control of the fur trade between the Hudson's Bay Company 
and the vigorous and aggressive younger company, the North West, extended far beyond 
the Canadian and United States boundaries - even to “kidnapping” of apprentices in 
Scotland. This is a story of one lad who chose to throw in his lot with the North 
Westerners, and particularly with the magnetic Macpherson, newly swung over from Hud- 
son's Bay and still a sore problem. It is an exciting story, which takes the reader 
into the heart of the wilderness and sees young Alexander MacAndrews grow up the hard 
way through disaster and misadventure and a grim wintering on a wilderness river. 
M.I. Ross- whatever wilderness choice she makes, the Antarctic, the Amazon jungles, 
the Northwest, has a faculty for making her background and incidents convincing; her 
pace of story good. On the emotional and humorous level this story doesn't quite 
measure up to some of her earlier ones, but it is till tops in that difficult type 
of “bridging book" which keeps the early teen agers reading. (10/1) 


Hubbard, Margaret Macmillan 
THUNDERHEAD MOUNTAIN $2.75 


*Fine regional fiction that combines fact- the sculptor Korczak Ziolkowski's 
work on the tremendous statue of the Sioux warrior Crazy Horse being blasted out of 
Thunderhead Mountain in South Dakota's Black Hills- and a dramatic story of young 
Kip McFee's growth and friendship with a Sioux boy, Cloudy. With Kip's father employed 
to help Korezak on the mountain, the summer is filled with such adventures as the mys- 
terious disappearance of Kip's two prize palominos, a storm that brings partial dis- 
aster to the statue, catching a poacher, etc. And as instigators and outgrowths of the 
happenings are deeper themes- Kip's need to be treated as a responsible person by his 
parents, the old versus the new in Indian customs, the concepts of social awareness and 
true friendship as implied in the sculptor's work. Gripping for older readers too. 


(9/9) 
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Welch, Ronald Oxford 
THE GAUNTLET $2.50 


Full blown British adventure and dream sequence that take a boy back’ to ie 
fourteenth century life in the Welsh border country castle of his Norman ancestors. On 
vacation, Peter Staunton stumbles across an old iron gauntlet near the craggy castle of 
Carreg Cennen. Research stimulates him further and suddenly he, as Peter de Blois is 
winged back a few hundred years to a world of falconry, jousting, and chivalry in a 
Norman stronghold that soon sees a bloody rebellion among Welsh tribes who assault the 
castle. Exciting as you please and there's little doubt left as to the actuality of 
Peter's fabulous trip. Wonderful Welsh atmosphere. Drawings by T. R. Freeman. (8/9) 


Ayars, James S. Viking 
BASKETBALL COMES TO LOMESOME POINT $2.50 


*350 is Lonesome Point's population and its location on a small Great Lakes 
peninsula is the scene of a heart-warming story of the "take" of a new idea. Boots, Bert, 
Sam, Ernie and Max are a few of the boys into whom newcomer Tommy Tilbury puts the fire of 
the basketball court when he arrives in September, and from their first raw dribbles and 
passes, all they can think about is more games, proper uniforms and backboards, and a good 
place to play. Their escapades to achieve these ends- getting wood from an old shipwreck, 
a piano concert by Max in the auditorium of the Retired Seamen's Rest Hall Association, 
being coached by a crotchety but loveable schoolmarm- sparkles with a sharp observation of 
twelve and thirteen-year-old humor, the intelligence and wiles with their contemporaries 
and their elders. Grit, cheer and a couple of victories make a fine story for younger 
sports fans. Sprightly illustrations by Robert Cypher. (10/10) 


TWELVE TO FIFTEEN- NON-FICTION 


Stoddard, Hope Crowell « 
FROM THESE COMES MUSIC $3.50 





*Subtitled Instruments of the Band and Orchestra here is a wonderful collect- 
ion of instruments by classes- strings, winds and percussions- that describes the in- 
struments themselves as to history, how they are played, their tonal place in the orches- 
tra, and when, in the annals of musicology, their functions have been especially note- 
worthy. That bagpipes speak as one, that Berlioz was responsible for the full use of 

the trombone, that Koussevitzky toured as a bass soloist before he was a conductor - 
| are a pinpoint gathering of the many very readably chronicled facts. An extensive book 
} that will please older music lovers too. Amply illustrated by Ava Morgan. (9x 


Bailey, Caroline Sherwin Lippincott 
A CANDLE FOR YOUR CAKE $2.75 


Twenty-four thumbnail biographies, two for each month of the year, of people 
who were born in that month. All of the sketches have complete listings of the import- 
ant events in their subjects' lives and their composite, by far an American majority, 
ioes show a rather interesting selection of people: January- George Washington Carver 
and Hugh Lofting,March- Shakespeare and the present Queen Elizabeth; September- Grandma 

Moses and William Holmes McGuffey; October- Columbus and Eisenhower, etc. Each chapter 
s is followed by a short list of a few other people with birthdays in that month. Nice 
for a gift- nice for reading at random. 12 illustrations by Margaret Ayer. (10/1) 


Gianakoulis, Theodore Lippincott 
THE LAND AND PEOPLE OF GREECE $2 -50 


As the latest in Lippincott's Portraits of the Nations Series, this is a 
sensible and well outlined capsule history and sociological survey of Greece and the 
rreeks. Geographical description of the peninsula and short but enlightening passages 
sbout the customs and economy of the inhabitants, precede detailed chapters, and these 
_nclude the bulk of the book, on Greek history from the legacy of Olympus to modern 
guerrilla warfare against the Nazis. And with a Greek heritage himself, this historian 
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manages to recreate some of the thrilling implications of Thermopylae and Salamis, the 
bravery at Missolonghi. This kind of volume serves excellently as quick reference and 
overall survey material and should, in its intermittent drama, inspire the serious 
student to further study. Illustrated with photographs. (10/1) 


Landmark Books | pay ae 


16)3 

*Brown, John Mason- DANIEL BOONE- Set in the glowing prose of a practiced 
writer, the Boone story here receives on of the nicest literary treatments it has known. 
Rising and falling in descriptive tempo- almost in time to Boone's rangings and settl- 
ings and struggles, and with touches of word images that fire the imagination, Mr. 
Brown's essay-like account covers all of the important events in the pioneer's life. 
After a brief survey of Daniel's family history, there is careful telling as Daniel, in 
his tall black hat (he didn't wear a coonskin), goes from North Carolina's Yadkin Valley 
to Kentucky for the fateful years of Indian and war-imperilled settlement from 1760 to 
1780, years that witnessed his adoption by Shawnees, blood-curdling British instigated 
raids on Boonesborough and the other stockaded towns, trouble with such badmen as Simon 
Girty, and, at the end, a disheartening deprivation of his own lands. The rolling 
prose and eulogistic overtones suit Daniel Boone's wholesome conscientiousness and 
bravery and its combination of a sense of depth to a single historical event, makes 
this excellent reading for the next age level too. Illustrated by Lee J. Ames. 


*Cousins, Margaret- BEN FRANKLIN OF OLD PHILADELPHIA- As a sympathetic, con- 
versational account of Benjamin Franklin's life, this is a lively catalog of his re- 
markable inventions as well as an appraisal of his stature as an editor and statesman. 
Shifting from well-paced narrative to exposition, a deep and intimate interest in 
Franklin's personality emerges as theauthor writes of his boyhood quarrels with his 
tyrant brother James, his decision to come to Philadelphia and the eventual opening of 
his own printing shop, the insatiable curiosity about his surroundings that led him to 
improve the police, fire prevention and street lighting systems, to invent a stove, a 
lightning rod, even a kitchen ladder, his love for his family, his sincere concern for 
the welfare of others and of his country which in turn made him most loved and most 
successful as an American statesman- foreign and domestic. But dwelling for example, 
on the antagonisms against Franklin incurred in England during his negotiations for the 
repeal of the Stamp Act, this is more than a simple eulogy and gives the sense of 
Revolutionary urgency and deeds as molded by and in turn molding Franklin's warm per- 
sonality. Illustrated by Fritz Eichenberg. 


| *Daugherty, James- TRAPPERS AND TRADERS OF THE FAR WEST- The Astorians, the 
company of men who went out in 1810 under the financial direction of John Jacob Astor 
to form a new kind of empire, have a dramatic history, cultivated to its fullest here 
by an excellent historian. Setting the stage swiftly, colorfully and with a sense of 
the pertinence of events that leads straight to the point, Daugherty livens the tragic, 
round-the-Horn journey of the Jonguin and the first attempt to establish a post on the 
Columbia River, The subsequent overland expedition led by Wilson Price Hunt, its im- 
portant attempts at negotiating with Manuel Lisa and the Missouri Fur Company, its 
following of the Snake River, the eventual founding of Astoria and its treachery-ridden 
capture by the British Northwest Company in 1812, is charged with the thrill of his- 
torical guesswork that leaves the mind wondering as to the present extent of American 
territory had Astoria not been betrayed to the British. Here is exciting reporting 
with a sharp historical perspective. Illustrated by the author. 


Holbrook, Stewart- WILD BILL HICKOK TAMES THE WEST- Holbrook has a background 
for the nice job he does here in non-fiction for adults on the West and some of its 
famous people=- Far Corner (1952) and Little Annie Oakley and Other Rugged People (1948). 
Gently, relishing each of the incidents in Wild Bill Hickok's life and concentrating far 
more on the man than his times, he tells of his boyhood and abolitionist father, the in- 
volvment in a murder charge that necessitated flight to Kansas, his constableship of 
Monticello that was but a prelude to his stormy career as peace keeper and dispatcher of 
badmen. Well handled actual scenes and conversations bring to light all of the tradit- 
lonally known Hickok deeds in a biography that easily holds its own among the best of the 











Twelve to Fifteen- Non~fiction- continued August 1, 1952 


-458- 
many that have already been written. Illustrated by Ernest Richardson. 


*Jennings, John- CLIPPER SHIP DAYS- A sparkling account of the beginnings of the 
American Merchant Marine by a novelist with a sold maritime record. Good historical detail 
adds fascination to a colorful first chapter on the launching of the fainbow in 1845, star Ee) 
clipper of the then thriving China trade. This then goes back in time to Colonial and 
British shipping prior to 1845, the necessity for faster ships and the first of the rakish 
Baltimore Clippers. The California runs, the first transatlantic packet lines, individual 
captains like Bully Waterman and Nat Palmer- the first to see Antarctica, the goldrush, 
and the Australia boom, the Panama railroad and the depession of 1857 which juggled the 
fate of the tall ships complete a chronicle which exhibits an exciting sense of destiny 
and a feeling for the shining clippers, their cargoes and their records. A truly ship 


shape story. 


*Kantor, MacKinlay- GETTYSBURG- In sonorous prose, with a sharp awareness of 
Civil War Issues, Gettysburg and its surroundings and the lives of the people that lived 
there in the summer of 1863, MacKinlay Kantor relates the events surrounding the crucial 
battle that saw the tide turn in favor of the Union Army. His chronicle measures up ad- 
mirably to the accuracy and eloquence of his lee and Grant at Appomattox (1950). Follow- 
ing all sides of the story- the movements of both armies as they approached each other 
through the weeks prior to the deadly day on Cemetery Ridge, the fears and hopes of the 
townspeople as they went about their everyday chores or committed individual deeds of 
bravery, the worries of the Generals- Buford and Reynolds at Gettysburg and to the south- 
Hooker, Halleck, Meade- this highlights events in a manner that broadens the implications 
of Gettysburg, deepens the tragedy of the massacre. Dramatically retold stories of a few 
of the brave men- Constable John Burns, Father Corly, serve to heighten the poignancy of 
a telling full in scope and strong in the sense of identification between past and pre- 


sent. Illustrated by Donald McKay 


Mayer, Jane- BETSY ROSS AND THE FLAG- A patriotic but relatively uninspiring 
biography of a quiet, brave woman, that contains a few of the currents of Revolutionary ee 
events in the colonies and a fair share of hortatory passages on loyalty and the American 
standard of values. In and around the thread of Betsy Ross's life- childhood as a daugh- 
ter in a strict Quaker household, rather serious religious differences with her father 
when she decided to marry the son of an Episcopal minister, the death in service of her 
husband John and the dramatic request from Washington to sew up a flag- are woven lightly 
touched events- the Stamp Act, Lexington and Concord, congressional discussions as to 
what kind of flag to have, the use of the "Don't Tread on Me" ensign, the final adoption 
of our flag resolution on June 14, 1777. There are end chapters on the writing of "The 
Star Spangled Banner” and on flag etiquette. Sentimental, but flag and biographical 
information are present in good detail. Illustrated by Grace Paull. 


Owen, Russell- THE CONQUEST OF THE NORTH AND SOUTH POLES~ Mr. Owens has been a 
reporter for The New York Times and as a member himself of the expedition to Antarctica, 
he has written accurate, well paced accounts of the Byrd and Peary explorations. The 
book is divided in two halves, the first, less colorful, about Peary's Greenland trips, 
the second, more colorful, about Byrd. In 1884 Peary was a civil engineer in Nicaragua, 
thinking a little bit about the possibilities of a canal through that country's lake- 
spotted territory, but by 1898 he had made several trips north, discovered that Green- 
land was an island, and established a position from which he made the last leg of the 
polar journey in 1909. The description of Byrd's journéys which culminated in the first 
polar flight in 1929 is far more revealing as to polar terrain, the hardships the men 
had to overcome, the characters of the men themselves. A sense of American destiny and 
heroism inclines to over-sentimentalize both stories but the facts are there in readable 
texts. Illustrated by Lynd Ward. 
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*Shippen, Katherine- MR. BELL INVENTS THE TELEPHONE- The author's former achievements 
as a biographer and American historian lie behind a fine account of the Boston invent- 
or and his life work. Clearly and with a taste for the extraordinary and the humorous 
that entered into Bell's life as well as the work itself and its scientific implicat- 
ions, the biography follows through the days as an elocution teacher, his friendship 
with Watson, the chain of alternately heartbreaking and encouraging trials that cul- 
minated in the fateful experiment with the acid box transmitter, the public's first 
reception, fantastically cold, of the telephone, the troublesome law suits against 
hopeful usurpers, and final recognition. A very warming story- oriented to its times 
by solid historical tie-ins. Illustrated by Richard Floethe. 


Tallant Robert- LOUISIANA PURCHASE~ Good history, this is a well simplified 
retelling of the political causes and events which led to the United States' amazing 
four cents an acre purchase from France in 1803. All of the important elements are 
shown in their thought-provoking relationship: Jefferson's foresightedness as he view- 
ed with both apprehension and hope the forces in Spain, and a France and England in 
the position of ally or enemy; Napoleon's power lust and the attempt to foment war 
between the States and Spain; dissension within the United States itself, as feeling 
rose against Jefferson's partisanship of the foreigners. Christophe's rebellion, the 
beauty of New Orleans, Napoleon's defiance of his advisers- shouted from his bathtub, 
enliven this perspective of the past which is viewed in its effect on the present. Il- 
lustrated by Warren Chappell. 


FICTION FOR YOUNG ADULTS 
Carlson, Esther Elizabeth , iy Abelard 


ee 


MILESTONE = $2.50 


Better than average this “takes imminent highschool problems- highway 
carelessness and the correct evaluation of people- and in a treatment that albeit has 
its share of frills and fancy- solves them successfully. Membership in a gang of 
seniors thrilled junior Janet Lee. But, on a graduation night party with her exciting 
friends, she crashes her father's car into a house- and her summer takes on the necess- 
ity of earning $150 for the damages by working as a waitress in a small New Hampshire 
resort... She must also recover from the disillusionment of realising that the seniors 
who were with her at the time of the accident didn't prove very staunch friends when 
she had to go to court. In the small town of Green Valley Janet makes a firm friend 
of a local girl, manages to hold her temper with hypocritical fellow waitress Carol, 
has a hectic-turned-satisfying romance with another young vacationer, Dave, earns her 
$150 and rights herself with the world. Healthy reading in a readable context. 

J.L.G. (10/1) 


Harkins, Philip Holiday House 
CENTER ICE . $2.50 


The problems, linguistic and technical, of a young hockey player's first 
year as the only American with the Canadian-run New York Rangers, are the center of 
@ peppy rink story. Fresh out of Dartmouth, Pete Grenville soon finds his position 
endangered by two fast French boys who knowing no English, are quicker when their for- 
ward line is thirded by a compatriot rather than the linguistically un-forward Pete. 
Antagonisms soothed, Pete returns to a Laurentian resort, where he and the team had 
once stopped, to play more hockey, teach skiing and await the time when he will be 
offered another contract in another league. Standard, but plus the Canadian atmos- 


phere. (9/15) 


Leonard, Burgess Lippincott 
PHANTOM OF THE FOUL LINES $2.50 


College basketball- its rewards and hypocrisies- come orthodoxly to flower 
in a story about a runt of a guy who gets a chance to slap back at big Southern Re- 
serve University after he's well on his way into a sports scholarship at small Grey- 
ling Tech. 5'6" Mickey Barton is turned down by S. R. U.'s braggart coach Blassingame 
and is no good for the State University without 6'9" Hub Duncan who had selfishly 
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decided to stay at S. R. U. in spite of long friendship and training with Mickey. At Grey- 


ling, the ignominy of a fixed game is averted by Mickey who shoots a winning basket in a 
return tiff. Patterned story, characters all rather low types of humanity, but exciting 7 


basketball. (10/1) 


Carhart, Arthur Hawthorne Lippincott 


SON OF THE FOREST $2.50 


A typed cattlemen vs. Forest Service adventure by an authority on fish and fish- 
ing (Fishing is Fun, Fresh Water Fishing etc.) Summertime in Colorado's Shavano Nation- 
al Forest sees Glenn Craighead and his son Jim at fierce odds with the local ranchers whose 
herds are ranging too far. When the trouble is doubled with the discovery that Glenn's 
father was the supposed cattle thief, Rufus Dawson, it looks as if he must leave a cowed 
man- until Jim and Celia Webb,granddaughter of Rufus' accuser, lay bare a clue that Rufus 
was indeed, falsly accused. Glenn can now reason squarely with the ranchers, Made to 
der story, but there's good mountain and woodland information. (10/1) 


Gendron, Val Longmans, Green 
- THE FORK IN THE TRAIL $2.50 


Exciting happenings on a forty-niner wagon train and a decision to head for 

(exas instead of California are realistically described forces in the young life of or- 
ohaned Wint Hanners. Starting out with a rattletrap wagon, Wint joins burly Mike Gleason's 

| train at Independence, Missouri. After his wagon breaks down in Sioux territory, it is not 
until he has been befriended by the famous scout Charlie Clemens, had some hair raising and 
come friendly experiences with Indians, collected himself a herd of cattle from the settler's 
ast offs, and become nearly fatally involved in a mrder instigated by Mike's crookedness 
that he can call his efforts worthwhile and head for Texas and the ranching business. The 
imlooked for twist to the plot and some pretty savvy trail talk takes this a little out of 


the ordinary. Illustrated by Sidney Quinn. (9/24) & 


Porter, Ella Williams Macmillan 
PRAIRIE SHADOWS $2.50 


Iowa and’a farm background a substantial but humorless story about a brother and 
ister threesome's adjustment to a new life after their parents' death. The Allens,- Nancy 
» junior in high school, Jack a senior, and fifth grader Midge, move from the city to their 
srandfather's farm. Against the easier adjustments of Midge and Jack, Nancy's problems 
emerge full blown. Strongly attached to her city friend Pamela, she has trouble making new 
|} school friends, hates farming, etc., and only with the arrival of some destitute D. P. s 
loes she begin to see that helping others can be fun. But the slow speech and firm ideals 
f our Iowans dampen this for readers outside the corn belt. (9/9) 


Walden, Amelia Elizabeth Morrow 
MARSHA ON-STAGE | $2.50 V 
Budding theatre has the curtain raised upon its stage in a salty but serious novel 
about some pretty talented highschool seniors in Connecticut. Stephen Terry, son of a famous 
.ctress-director team comes to New Sharon for his last year of high school and starts re- 
learsals for a play he has written. His classmate Marsha Blake, is well known for previous 
acting at the school and, naturally, she and Stephen come together for a full-blown director- 
s prima donna relationship that takes them through standard theatre quarrels-from resentment, 
now to play up the bit parts etc.- through three plays, in and out of love twice. Finally 
Marsha, in the throes of real affection for Stephen, does an about face with her leading man 
and saves the spring play. Stage talk and plenty of discussion on all topics from costumes 
and lighting to needling the next fellow's personality weaknesses, raise this above the aver- 
ge in teen age stories,and in spite of many issues which are headed in fairly obvious direct- 


ons, the characters are real and sympathetic to read about. (9/24) \ & 
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Teilhet, Darwin William Sloane 
STEAMBOAT ON THE RIVER $3.50 


*A story with special appeal that uses Lincoln's early years on the river. 
Working for his father's shipyard against his will, Horace James Owens goes on.a trip 
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to deliver the /ulisman-to a new owner. Misfortunes- floods, the spoiling of an Illin- 


ois cargo delivery, fire, stolen goods- are assuaged when young Lincoln arrives, 

Placates a landsman, gets the Talisman through the flood, gentles young Owens, and 
restores in him the self confidence that wins the approval of his irate father. (Full 
report on p. 426.) (9/22) 


Bialk, Elisa World 
THE SILVER PURSE $2.50 


Departing from her usual fare of horse and farm stories for the eight to 
eleven group, the author has written a warming novel of highschool romance and growth 
towards the knowledge of human nature- set in New Orleans- gay, but refreshingly free 
from the average amount of teen age frippery. Sent by her widowed father to spend a 
year in her mother's birthplace where she will live with her formidably conservative 
Aunt Stass and attend a girl's school, serious but pretty Melanie Dawes is almost im- 
mediately sought out by Jeff Mallon, a dashing but understanding B.M.O.C. in another 
highschool. Before Melanie finds the silver purse, an antique her mother lost at a 
Mardi Gras ball years before and hence the symboi of Melanie's roots of happiness, she 
must conquerthe fears of acquaintance with new contemporaries, and make a friend of 
Aunt Stass who has temporarily rejected Jeff on grounds of social inferiority. Reunion 
and Mardi Gras festivity climax plain dealing with the whys and wherefores of convent- 
ions and emotions. Illustrated in line drawings by Paul Galdone. (10/6) 


Floherty, John J. . Lippincott 
GET THAT STORY $2.75 


An accurate and detailed account of the "lore and thrills" of journalism by 
a man with a record as a reporter and writer of other vocational books for young 


people. After a short chapter devoted to the history of journalism in the United States. 


Floherty begins an interesting study of the many kinds of news publications from the 
small town weekly to the metropolitan newspaper. He chooses as an example of a big 
city newspaper, New York's World Telegram and Sun; the book is well written and solid- 
ly informative about the reporting of national and foreign affairs and the long pro- 
cess a story goes through from the moment the facts are gathered until it is set in 
cold type and reaches the reader. Good reading for wide and wild eyed youngsters who 
dream of rushing’ into.the. composing. room’ shouting: “Stop-the Press” Illustrated with 
photographs. (10/1) ~ 


Biegeleisen, J. I., M.A. | Dutton 
CAREERS IN COMMERCIAL ART $4 .00 


An instructor in the New York School of Industrial Art, the author pano- 
ramas the many special and selected phases within the large field of commercial and 
industrial art and describes the various careers available to the student. Sign- 
painting, typography, book jackets, textile and fashion designing, staging, cartooning, 
government and advertising agency jobs- are discussed along with guidance as to the 
prerequisites for getting and keeping jobs. Very adequate coverage makes this excell- 
ent reference to student and teacher alike. (Full report on p- 437) (9/22) 
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Dobie, J. Frank Little, Brown 
THE MUSTANGS $6.00 


The story of the horse of the West, from its earliest origins in the Arabian 
strain, its transplanting by the Spaniards on to the vital part it played in the life of 
the Indians and pioneers. There are discussions of heredity, importance in the Conquest, 
the acquisition of the mustang by the Indians and the start of the wild herds. Legends 
of stallions, epic rides, the final disappearance of the range horse wind up a book in 
which assiduous research has produced some lively reading matter. (Full report on p. 443) 
(9/25) 

Levinger, Elma Ehrlich Messner 

GALILEO: First Observer of Marvelous Things $2.75 


* A shining biography of the Tuscan astronomer, excellently grounded in histori- 
cal detail and scientific explanation, which gives a sympathetic interpretation of 
Galileo's personality and his discoveries which led to the reordering of scientific 
thought. The vitality of Italian university and city life in the Renaissance, the men 
rho influenced his thinking- Copernicus, Kepler and Tycho Brahe, form a background of the 
times which leaves a clear vision of the forces which led to Galileo's Siderius Nuncius, 
or his discovery of Venus' path around the Sun, or his tragic bout with the Inquisition. 
One senses his great excitement when he first looked through his optic glass at the moun- 
ains of the moon, his doubt of Aristotelian learning in his correspondence with Kepler 
and Copernicus. And the last years of his life, when he was afflicted by loss of sight 
nd arthritis and the anxiety that his work would never receive recognition, write a quiet 
toot} to his life and to a book which restores the significance and stature of the man. 
(977) 10; 2] 

Knight, Ruth Adams Whittlesey House 
HALFWAY TO HEAVEN $2.75 


** A majestic story, superbly written, of the St. Bernard Hospice at the Mont Jo- 

Ss pass between Italy and Switzerland, tells of the dedication, bravery and fortitude of 
its monks and dogs in the years between 1799 and 1812 and in particular of the monk Joseph 
and the great dog Barry der Menschenretter. Interest is caught by the vivid prose as Jo- 

eph climbs to the monastery, is brought to doubt in his first retreat, realizes his need 
o be with the dogs and is confronted by a fellow novice's envy of his endurance and his 
ekill with the animals. When Joseph becomes Keeper of the Dogs, love, awe and gaiety 
mingle and his friendship with Maida and the saving of her litter results in the raising 
pnd training of the first in the line of the great Barrys. The rapport between the sym- 
pathetic monk and the princely St. Bernard as they work and rescue together is moving and 
joyous and Barry's tragic death brings pathos. There is history, too, in the tale of the 
ounder, Bernard of Menthon, in the mountain crossings of Hannibal and the Romans, with 
pvents brought up to date as Napoleon's army comes through the pass in 1800 to start the 
talian campaign. The human side of heroism and sacrifice add their share to the splendid 
story of the vital years of the Hospice. Recommended for everyone. Illustrated with 
esley Dennis' firm drawings. ) fo/) 


PARENTS AND TEACHERS 


Hildreth, Gertrude Howell Harper 
EDUCATING GIFTED CHILDREN $3.50 


A fervent description of the Hunter College Elementary School that operates on 
he principle that gifted children deserve a special kind of schooling to develop their 
owers and groom then for a future among the intellectual elite. The appraisal covers 

Drganization, basis of admission, curriculum and goals, teaching techniques, commnity 
pxperiences. And the amount of previous criticism of this experiment is fully outlined 
nd justified here. (Full report on p. 435) (9/17) 
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BULLETIN from 






Virginia Kirkus’ Bookshop Service wi 38 Bank Street 
Vol. XX August 1, 1952 No. 15 


BELL EELOES PERE SUPRLEWERT 
Edited by Dr, & Mrs. K. D. Miller 


Finegan, Jack Association Press 
$2.50 
REDISCOVERING JESUS 


Professor Finegan of the Pacific School of Religion at Berkeley, 
California, has given us a book of sermon-essays on the life of Jesus. 
Utilizing the findings of scholarly research, Professor Finegan writes for the 
average reader with a special interest in young people of college age. He writes 
clearly and convincingly in answering such questions as these: “How do we know 
that Jesus ever lived?", "How important was He to the world?", “What is his mean- 
ing to the individual today?" His interest is practical, pressing the claims of 
Christ vigorously upon the individual for his understanding loyalty and devotion. 
A book to be recommended especially for college age Protestant youth. (8/5) 


Stuber, Stanley Z.-/d. Association Press 


$4.75 
e THE CHRISTIAN READER 


(D.R.) This collection of inspirational and devotional classics has been 
made by Dr. Stuber out of a conviction that the true history of the Christian church 
and the outgoing life and spirit of Christendom are more clearly revealed in the 
devotional classics than in all the theological treatises and creedal statements. 

The material for this te2der is well selected and arranged;- Part I, "The Spiritual 
Foundations of Early Christianity" includes readings from Jesus, Paul, Clement of 
Alexandria, Tertullian, Basil, the Great Ambrose, Chrysostum and Augustine. Part II 
“Christian Lights in Dark Ages" includes Gregory the Great, the Venerable Bede, 
Bernard of Clairvaux. Part III “The Way of the Christian Spirit" covers Francis of 
Assisi, Eckhart and Thomas a Kempis. Part IV “The Great Spiritual Reformation" con- 
tains readings from Erasmus, Luther, Calvin, Francis de Sales, George Fox and William 
Law. Part V “Awakening of Practical Christianity” has excerpts from John Wesley, 
Emerson, Newman, Phillips Brooks, and Walter Rauschenbusch. The individual selections 
are each prefaced by a short biographical sketch. This is a volume which will be a 
treasured addition to any library, particularly for those of the Christian faith, 
Protestant or Catholic. (9/5) 


Harris, Pierce Doubleday 
$2.75 


SPIRITUAL REVOLUTION 


The author of this book, a Methodist preacher of long standing, views the 
@ current American scene, and very definitely views it with alarm. He sees America 
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standing on the brink of disastrous ruin comparable to that which befell the Roman 
Empire, because the same conditions which brought about the fall of Rome are present 
and operative in our national life. The book then lists and discribes these conditions, 
as follows: (1) An alarming increase in divorce and a breaking up of the American home; 
(2) higher and higher taxes with an accompanying recklessness in the expenditure of 
public funds; (3) a quest for excitement leading to moral extravagances; (4) increased 
expenditure for armaments and blind disregard for the destructive elements within the 
nation. The only condition leading to the fall of Rome which the author does not find 
operative in America is a decline in religion. Indeed it is in a revitalized religious 
faith and life that Dr. Harris sees our only source of national salvation. The point 
of view of the author is conservative, especially in political and economic questions. 
He buttresses his arguments with homely illustrations drawn from his wide experience. 


(9/18) 


Queffelec, Henri Dutton 
$3.00 
ISLAND PRIEST 


Translated from the French by James Whitall. This is the story of a storn- 
swept, isolated fishermen's island off the coast of France and of the native who 
acted as the island priest without benefit of ordination because no regular priest 
wanted to go to such a God-forsaken spot. The crude, violent life of the islanders, 
shot through with genuine piety; the simple devotion of an unlearned man who felt 
that the offices of the church mst be preserved, priest or no priest, are drama- 
tically and vividly told. The final vindication of Thomas Gourvennec through 
ordination by the Bishop, despite failures in prescribed studies, brings the story toa 
just and happy ending. Teéscte-e-Cathorte“BookCiursetectton. (9/12) 


Buber, M. Farrar, Straus & Young 
$1.50 


AT THE TURNING 


This little book is a thoughtful essay on the place of religion in con- 
temporary cdvilization. It comes from the pen of 4 distinguished Jewish theologian. 
While it speaks to the condition of his fellow religionists his message is applicable 
to Christians as well as Jews. The point that the author is making that religion to 
be effective must be personal, involving a direct relationship between God and man 
has been characteristic of all prophetic religion, Jewish and Christian. (8/23) 


Davies, A. Powell Farrar, Straus & Young 
$2.50 


THE TEMPTATION TO BE GOOD 


Contained in this volume is a series of sermonic essays. The titles of the 
chapters give some indication of the contents: "The Temptation to be Good", “What 
Are You Running Away From?", "A Little Matter of Conscience”, “The Lives We Almost 
Live", "Is There a Cure for Frustration?", “Personal Relationships in a Time of 




















: @ years in the pulpit he had found himself profoundly dissatisfied with his inner life 
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Crisis", "How Much Does the Individual Count?", “What May We Depend Upon?", “The 
Path to Spiritual Maturity", "What to Do with Gloom", "The Faith We Never Lose”. 
The author employs the insights of psychotherapy, but his point of view is that of 
a liberal Protestant clergyman. Dr. Davies is the pastor of All Soul's Church in 
Washington, D. C.,and a vigorous champion of the liberal position in religion. (9/@8) 


Sheehy, Father) TUNA nd Farrar, Straus & Young 
. $2.75 


SIX O'CLOCK MASS 


This is a group of human interest stories designed to describe the 
meaning of the Mass to individual worshippers and its effect upon their lives. The 
author is a Roman Catholic parish priest. who knows his parishioners and is trusted 
by them. He tells of the problems confronted by nine people who attend the early, 
mass at his church. There is a boy who wants to be a ball-player, a retired army 
officer and his Negro servant, a longshoreman, a diplomat, a “bum”, three women of 
varied social standing and backgrounds. In each case the impact of the Mass upon 
their lives has been visible and determining. A much more effective apologia for 
the Catholic faith than most theological works. (8/82) G—/% 


Applegarth, Margaret T. Harper 
$3.00 


MEN AS TREES WALKING 


This is a collection of original stories and illustrations by one who is 
a master of the story-telling techniques. Ministers, teachers and leaders will 
find here fresh, imaginative, poetic material for retelling to groups of all ages. 
Many of her stories are about living people and her contacts with the world-wide 
Christian Movement have resulted in stories drawn from the far corners of the 
earth. Here one reads about the hot potato that saved a prisoner's life, the 
German hausfrau that sent a corps of dolls against Stalin's legions, the children’s 
cuting that lasted two years. All of the stories give point to the working of God 
in today's troubled world. (Publ.) 


Day, Albert E. Harper 
3 , $2.50 


AN AUTOBIOGRAPHY OF PRAYER 


(D. R.) For the ordinary Protestant Christian who realizes that his own 
personal religious experience has not been as vital or as satisfying as it should 
be, this book will be a God-send. For here is one of our great religious leaders, 
the pastor of a prominent Methodist church, who had been brought up in a manse and 
who was a professing and praying Christian from childhood, confessing that after 
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and groping for a deeper meaning for prayer. How enlightenment came to him and a new 
realization of the laws and techniques and objectives of prayer is the subject of 

this book. Prayer is a consciousness of God which, through disciplines, can be 
developed and sharpened and which throws new light upon our sins, our efficiency, our 

true selves, our loneliness, our security - this is the discovery which Dr. Day shares 
with us. It is an important addition to the literature of prayer, the reading of | 
which will be a heart-searching and heart-warming experience. (Publ.) 


Fosdick, Harry Emerson | Harper 
$1.75 


A FAITH FOR TOUGH TIMES 


* One of the reasons why Dr. Fosdick is one of the 4, uly great preachers of 
this generation is that he always "speaks to the condition” of his: hearers. He has 
an uncanny sense of ‘the questions and problems that are troubling men and then.an 
amazing ability to present the gospel message in a vivid language and. ‘with gripping 
power. Dr. Fosdick's original and imaginative use of illustrations, quotations and 
allusions make him a great favorite with preachers. The three lectures’ composing this 
volume were originally delivered before a convention of a thousand ministers and 
other Christian leaders at the Pacific School of Religion at Berkeley, California. 
Additional thousands of clergyman of all denominations will welcome these inspiring 
messages by Dr. Fosdick. The Eternal Is Real, Vitality Is Mightier Than Size, 
Adequate Power Is Available are the élements of the Christian faiths which Dr. 
Fosdick emphasizes as particularly pertinent to these tough times. (9/17) 


Fosdick, Raymond B. Longmans, Green 
$2.00 


WITHIN THE POWER 


* "A tract for our times" would adequately describe the nature of this book 
from the pen of the former President of the Rockefeller Foundation. It is a ringing 
declaration of faith in the capacity of contemporary man to escape the dire peril now 
confronting civilization. Fosdick vigorously combats the atmosphere of fear, frus- 
tration and futility which engulfs so many of our citizens and asserts that. modern 
man is " a heaven-storming creature, the purposeful architect of his own fortunes, a 
being who has the power, if he can but sustain the will, to carve out a future fit to 
live in, and to make himself and his world at last free". "We mst walk without fear"; 
"We must not be afraid of change"; “Wanted - a new vocabulary"; "The realism of one 
world"; “The return from violence"; "In defense of a generation"; these are the chapter 
headings and leading ideas. Fosdick defends vigorously and effectively the liberal 
position in politics and economics. He is a great humanitarian and writes from that 
point of view. This is not a religious book, but religious leaders ofall faiths 
will find in it aid and comfort and much illustrative material and quotable phrases, 
for Fosdick writes with great felicity. (8/27) 
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Chase, Mary Ellen . ere 
3.75 
READINGS FROM THE BIBLE 


(D.R.) Few writers have made as great a contribution to an appreciation of 
the Bible as literature as has Mary Ellen Chase. Her Zhe Bible And The Common 
Reader has had a wide reading, while her many lectures and articles have served to 
open up to the public the literary treasures of the Scriptures. In these readings 
from the Bible Miss Chase has used selections she has made for years in her Smith 
College course on the Literature of the Bibles In her choice of passages the author 
has proceeded on the principle that it is preferable to know well the best of 
Biblical literature than to have a superficial knowledge of the whole Bible. Few 
will quarrel with her selections from the narratives, poetry and prophetic writings 
of the Old Testament, nor with her preference for Luke and Paul from among the New 
Testament writers. Each group of writings and each individual selettion has a 
brief but enlightening introduction. The King James version is used throughout, 
for Miss Chase believes that translation to be “the noblest monument of English 
prose". Dispensing with the artificial verses makes the passages more readable, 
while the rearrangement of some of the material (the Book of Job, for instance) is 
most helpful. As no theological arguments or interpretations are introduced, this 
book will be appreciated by people of all faiths or of no faith. (10/14) 


Kegley, Charles W. & Bretall, Robert W.- Eds. Macmillan 
THE THEOLOGY OF PAUL TILLICH $6.50 


This is Volume I of a projected Library of Living Theology and the 
ambitious work arises out of the fact that religion and theology are again in the 
forefront of thought and life and that there is therefore need of a careful ex- 
amination and evaluation of current trends. Modeled after the Library of Living 
Philosophers published in 1939, each volume in the series is to include (1) an. 
intellectual autobiography, (2) essays on various aspects of the work of a leading 
theologian written by leading scholars; (3) a reply to his critics by the theologian 
himself, and (4) a complete bibliography of the man's writings to date. Succeeding 
volumes are to have as subjects Reinhold Niebuhr, Henry Nelson Wieman, Emil Brunner, 
and Karl Barth. This volume treats the work of Paul Tillich, Professor of System- 
atic Theology at Union Theological Seminary and generally regarded as one of the truly 
great theologians and philosophers of the western world. His Systematic Theology, 
the first volume of which only has been published has been hailed as comparable in 
importance to the works of Augustine, Aquinas, Calvin and Schleiermacher. 


This volume opens with a most interesting and illuminating intellectual 
autobiography. Professor Tillich tells the story of his intellectual development 
first in Germany and, then, ‘since his removal from his post by Hitler in 1933, in 
the United States. This autobiography and the essays which follow give a clear out- 
line of Tillich's intellectual position. He is both a philosopher and a theologian. 
Existentialist in his philosophy and a realist in his theology, Tillich still is 
difficult to pigeon-hole, for his thinking is original, creative and individualistic. 
The essays analyzing various aspects of Tillich's thought are contributed by such 
theologians as Horton, Roberts,Niebuhr and Ferre and philosophers such as Greene, 
Randall, Hartshorn¢, and Emmet. This is solid reading for theologians and philo- 
sophers and thoseat home in those fields, but it is also a significant appraisal 
of one of the gredter moulders of Protestant thought. (9/23) 
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O'Brien, John A. Macmillan 
SEX CHARACTER EDUCATION $2.75 


ith the assistance of a number of well qualified experts, Dr. O'Brien has 
provided “ this volume a much needed guide-book for parents in explaining the facts 
Sof life to the young. The point of view of educators and psychiatrists is employed,. 
but the volume is practical rather than theoretical. Very specific and valuable sugges- 
tions are given for the guidance of parents in instructing children at various age 
levels. The volume very definitely places the responsibility for this educational 
procedure upon the home and opposes including sex instruction in the curriculum of the 
school. The whole discussion is carried on as a phase of character education and in 
accordance with the principles of religion. No religious bias. (9783) (O~ ty 


Scott, Ernest F. _ Scribner. 
THE CRISIS IN THE LIFE OF JESUS $250. 


Professor Scott has been using the years of his retirement to share with the 
public his profound and many-sided knowledge of the New Testament. In the present 
volume, he singles out one incident in the life of Jesus, the cleansing of the Temple, 
for the light it throws on the life and ministry of Jesus. The author claims that all 
the primary questions in the history of Jesus are involved in this event - his attitude 
toward the old religion, his claim to Messiahship, the aims of his mission, the. causes 
f his condemnation and death. It is an original and thought - provoking interpretation 
of this one event, which has not generally been given such significance. This is a 
book which will intrigue New Testament scholars and ministers. (9/22) 


DeMarchi, Father John, I.MC. Sheed & Ward 
THE SHEPHERDS OF FATIMA $2.00 


= This is a very simple, straight - forward retelling of the story of the miracles 
Sat Fatima, designed apparently for children of the Catholic faith, but it will be of 
| interest to adults as well, for the story of the events which have so stirred Portugal 
sand the entire Catholic world and which have made Fatima a famous shrine is told without 
theological or ecclesiastical embellishment. The three children (Lucia, Francisco and 
Jacinta), whose visions created such a sensation, are portrayed as the real peasant child- 
ren they were and the effect of their experiences upon them and their families is vividly 
set erry ea Catholics will find this a suitable book to read aloud to their child- 
ren, 2 


Sheed ,F. J.-fd Sheed & Ward 
THE BOOK OF TIE SAVIOUR 3 $4 .00 


This is a compilation of the writings of over forty men and women about the 
Christ. In prose and poetry, in narrative and theological discussion the place of Christ 
in the life and thought of Catholic believers is set forth in the following four sections: 
|The Hidden Years; The Public Ministry; From Palm Sunday to Pentecost and To the End of 
Time. Among the contributors are Hilaire Belloc, Caryll Houselander, Sigrid Undset, G.K. 
Chesterton, Maisie Ward, C. C. Martindale, Ronald Knox, and Alfred Noyes. The book is 
illustrated by reproductions of the Old Masters. This will be a companion to The Mary 
ok and in these two volumes Catholics will have in a beautiful but condensed form a 
compendium of information, devotional reading and theological treatises about the two 
(6/28) Personages of their faith, Christ the Saviour and Mary His Mother. Imprimatur. 
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